Unless otherwise noted, all digital files were made from the original tapes. The original tapes had been recorded in stereo from two microphones suspended from the ceiling onto 90 minute Sony HF cassettes.


002 Tape 1, side B -- major distortion throughout

005 levels were raised at 2:03 to compensate

028 sounds distorted, as if recorded at irregular speeds

045 tape sounds distorted [only on Side B]

047 levels go from very low to very high; tried to find good compromise

050 levels turned down between 1:27-1:51 to compensate for spike in levels

075 recording levels are too high for first half of first song [1:59 - 2:56]; no compensation was made; digitization levels were set for the bulk of the tape

099 last ten minutes of side B are at higher levels than the rest of the tape






